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FAX (405) 271-1174 


Certificate Of Analysis 

CLIENT: New England Compounding Center-MA 



ARL #: 158807-01 

LOT #: 09282011@96 

DESCRIPTION: Sodium Phosphate (PF) 3MMOLE/ML Injectable 

DATE RECEIVED: 09/29/2011 
STORAGE: 20°C to 25°C (68°F to 77°F) 

CONTAINER: Two 5 mL syringes 


Analyte / Specifications 

Expected 

Amount 

Units 

Results 

% 

Of EXP. 

Test 

Method 

Date 

T ested 

Sodium Phosphates 

Specifications = 95 % - 10 5 % 

3.0 

mmole/ mL 

3.374 

112.5% 

IC 

9/30/2011 

Sodium Phosphates Average 
Specifications = 95 % - 10 5 % 

3.0 

mmole/ mL 

3.363 

112.1% 

IC 

9/30/2011 

Sodium Phosphates Rerun 

3.0 

mmole/ mL 

3.352 

111.7% 

IC 

9/30/2011 


Specifications = 95% - 105% 



Sodium Phosphates content was calculated from the sodium assay. 



Russell Gotschall - Laboratory Director 

Results reported above relate only to the sample that was tested. 
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